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Description: Guide 
Inspection Dwg: RBST2854 Rev: 1 


INSPECTION SHEET 


Drawing 
Toleran 
Dimension serange 


@0.309 +0.000/-0.002 


Method of 
Inspection 


Actual 
Dimension 


| 90.131 +1-0.001 
0.253 +0.000/-0.010 
0.015 x 45° +/-0.005 x 0.5° 


Measured by: se OE Checked by: QC Inspector: 
| Date] o Date: 
If necessar 
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